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DESCRIPTION 
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HOSE FITTING 90 ELBOW 
13926-8-8 
1 
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HOSE FITTING ELBOW 
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1 
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HOSE 
285-8 
9.96" 
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DESCRIPTION 
PART NUMBER 
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HOSE FITTING 90 ELBOW 
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1 
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1 
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285-10 
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(VENDOR P/N: ES40301-3V) 
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NOTES: 


1. THIS DRAWING DEFINES THE OVERALL GEOMETRY AND 
PERFORMANCE SPECIFICATIONS OF THE PART/ASSEMBLY 
AND CONSTITUTES THE ACCEPTANCE CRITERIA THEREOF. 
CONFORMANCE OF HARDWARE TO THESE REQUIREMENTS IS 
ACCEPTABLE IN LIEU OF VENDOR DOCUMENTATION. 


2. EQUIVALENT ALTERNATE HOSE AND FITTINGS ARE 
ACCEPTABLE. NOTIFY PARAVION TECHNOLOGY OF 
ALTERNATES USED. 


REVISION HISTORY 


DATE 
REV 
DESCRIPTION 
AUTHOR CHECKED BY APPROVED 


10/15/15 
B 
FOR -1, 13926-8-8 WAS 16826-8-8, HOSE LENGTH WAS 14.45". FOR -2, HOSE LENGTH WAS 15.50". JT 
LS 
JT 


04/11/16 
C 
ADDED -3 AND -4. 
JT 
LS 
JT 


10/19/16 
D 
-1 AND -2 OBSOLETED; LENGTH OF -3 CHANGED FROM 13.0; LENGTH OF -4 CHANGED FROM 11.0. 
JT 
LS 
JT 


04/05/17 
E 
LENGTH OF -4 CHANGED FROM 12.6; LENGTH OF 285-10 CHANGED FROM 8.98; CHANGED 
TOLERANCE FOR -3 AND -4 WAS +0.25/-0.13. 
JT 
LS 
JT 


4/8/21 
F 
ADDED ALTERNATE GATES PART NUMBERS 
ZA 
LS 
ZA 


10/5/21 
G 
ADDED -5 & -6 ASSYS; REMOVED GATES P/N INFO FROM -3 & -4, ADDED PARKER AS ACCEPTED 
MANUFACTURER TO -3 & -4; SIMPLIFIED DRAWING NAME TO "ES40301" 
ZA 
DT 
ZA 


1/25/22 
H 
-5: ITEM #2 NOW "8ACA-8FTON134SP90"; -6: ITEM #5 NOW "10ACA-8FSX" 
ZA 
DT 
ZA 


13.4 .13 


60° 


REFERENCE VIEW 


1 


3 


2 


APPROVED PARTS MANUFACTURER: 
PARKER HANNIFIN 
2340 EASTMAN AVE 
OXNARD, CA 93030 
805-604-3400 


APPROVED ASSEMBLY VENDOR: 
KELLY SUPPLY CO. 
2135 E MULBERRY ST 
FORT COLLINS, CO 80524 
970-482-6290 


APPROVED PARTS MANUFACTURER: 
PARKER HANNIFIN 
2340 EASTMAN AVE 
OXNARD, CA 93030 
805-604-3400 


APPROVED ASSEMBLY VENDOR: 
KELLY SUPPLY CO. 
2135 E MULBERRY ST 
FORT COLLINS, CO 80524 
970-482-6290 


RELEASE DATE 2023.03.20 - REF ECR 492 


1 


1 


2 


2 


3 


3 


4 


4 


A 
A 


B 
B 


C 
C 


D 
D 


ANGLES= 1 


.XXX= .010 
.XX = .05 


TOLERANCES EXCEPT 


Technology 


.X = .1 
WHERE NOTED: 
BY 
DRAWN 


DRAWING NUMBER 
TITLE 


SHEET 


DATE 
REV 
ECO 


PROTO 
THREADS: 


EXTERNAL:CLASS 2A 
INTERNAL:CLASS 2B 


-CONFIDENTIAL INFORMATION- 
THE INFORMATION AND DATA CONTAINED HEREIN IS 
PROPRIETARY AND IS SUBMITTED IN CONFIDENCE; AND 
SHALL NOT BE DISCLOSED, USED OR DUPLICATED FOR ANY 
PURPOSE WHATSOEVER WITHOUT THE PRIOR WRITTEN 
PERMISSION OF PARAVION TECHNOLOGY, INC. 


3RD ANGLE 
PROJECTION 


2022 PARAVION TECH. INC. 
PARAVION IS A TRADEMARK OF 
PARAVION TECHNOLOGY INC. 


R 


Inc. 


BY 
CHK'D 
APRVD. 
BY 


DO NOT SCALE DRAWING 


Paravion 


DIMENSIONS IN INCHES 


C 


HOSE ASSEMBLY 
ES40301 


H 


2 OF 2 


JT 
LS 
JT 
5/11/15 


PARTS LIST 


DESCRIPTION 
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HOSE FITTING 90 ELBOW 
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1. THIS DRAWING DEFINES THE OVERALL GEOMETRY AND 
PERFORMANCE SPECIFICATIONS OF THE PART/ASSEMBLY 
AND CONSTITUTES THE ACCEPTANCE CRITERIA THEREOF. 
CONFORMANCE OF HARDWARE TO THESE REQUIREMENTS IS 
ACCEPTABLE IN LIEU OF VENDOR DOCUMENTATION. 
2. EQUIVALENT ALTERNATE HOSE AND FITTINGS ARE 
ACCEPTABLE. NOTIFY PARAVION TECHNOLOGY OF 
ALTERNATES USED. 
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